Message 


From; Szymczak, Elizabeth (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=ELIZABETH.SZYMCZAK] 

Sent: 3/9/2009 9:13:55 PM 

To: DPH-DL - BLS-All-Staff [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAiL-01/CN=RECIPIENTS/CN=DPH-DL 

- BLS-All-Staff] 

Subject: Laboratory Quality Series 

Attachments: Announcement LQ Series Module_5_post.pdf 


Good afternoon, 

The Laboratory Quality Series presentation “SOPs and Document Control” by Peggy DiNatale will be given on 
Wednesday, March 11, at 1:00 p.m. in room 133. All are welcome to attend. 


Elizabeth G. Szymczak, MS MT(ASCP) 

Director, Laboratory Response and Communications 

William A. Hinton State Laboratory Institute 

Massachusetts Dept of Public Health 

305 South Street 

Boston, MA 02130 

t: 617.983.6367 

f: 617.983.6887 



elizabeth.szymczak@state.ma.us 


Folk OIG PRR 056367 





